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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 186427 
ORIGIN XMB-04 

INFO OCT-01 AF-10 ISO-OO EB-08 /023 R 


XMB 


DRAFTED BY XMB: L G GUADAGNOLFSRG 
APPROVED BY AF/W: GHOUDEK 
XMB: C NORRIS 
EB/IFD/ODF:AFWATSON 
AFAV: RJKOTT 

041561 250245Z/66 

R 242002Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS 
INFO AMCONSUL KADUNA 

UNCLAS STATE 186427 

E.O. 11652: N/A 
TAGS: EFIN.NI 

SUBJECT: APPLICATION FOR EXIMBANK ASSISTANCE FOR 450,000 
HECTALITER BREWERY AND SOFT DRINK PLANT 

1 . MR. GEORGE UKAH, DIRECTOR GENERAL OF INTERWORLD 
INVESTMENTS LIMITED, P.M.B. 3410, KANO, TOGETHER WITH 
WM. F. KOELLE SONS OF PHILADELPHIA, HAVE SUBMITTED 
APPLICATION FOR EXIMBANK PRELIMINARY COMMITMENT FOR DOLS. 
10,000,000 US PROCUREMENT OF EQUIPMENT AND CONSTRUCTION 
SERVICES FOR SUBJECT PROJECT. THE NIGERIAN INDUSTRIAL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 186427 

DEVELOPMENT BANK LIMITED HAS BEEN MENTIONED AS THE LIKELY 
GUARANTOR. 

2. EXIMBANK REQUESTS INFORMATION AVAILABLE TO EMBASSY 
AND OR CONSULATE REGARDING BUSINESS REPUTATION OF GEORGE 
UKAH, WHO WILL BE PRINCIPAL SHAREHOLDER. VANCE 
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